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इस माम में भिन्न पृष्ठ संख्या दी जाती है जिससे कि यह अलग संकलन के रूप में रखा जा सके । 


Separate paglag is given to this Part In order that it may be filled 

asa separate compilation. 
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MINISTRY OF FINANCE 


( Department of Revenue and Insurance ) 


NOTIFICATION 


CENTRAL EXCISES 


New Delhi, the 18th Jilli 1969 


G . S . R . 1728 . — In exercise of the powers conferred by sub -section (2 ) of section 
3 of the Central Excises and Salt Act, 1944 ( 1 of 1944 ), and in supersession of the 
notification of the Government of India in the Ministry of Finance (Department 
of Revenue and Insurance ) No . 19- B /68- Central Excises, dated the 2nd March , 
1988, the Central Government hereby fixes for Asbestos Cement Products [ falling 
under Item No . 23Cof the First Schedule to the said Act ], of the type specified 
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in column (2 ) of the Table below , th ; tariff value specified in the corresponding 
entry in column (3 ) of the said Table . 


TABLE 
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Serial No. 


Description 


Tariff va ue in 

rupei, per 
motric tonne 


3 


Rs. 

1175. 00 


I . Pressurc Plpes manufactured 

according to specifications of 
classes i to s of IS : 1592 - 1960 
but in lengths 3 metres and 
above , 


875 . 00 


2 . Other pipes in lengths 3 

metres and above excluding 
those mentioned against serial 
No , I and excluding also build 
ing pipes . 


350 00 


3 . Pipes of categoriess mentioned 

against Serial Nos. ( 1) and ( 2 ) 
and in lengths below 3 metres . 


1090 . 00 


4 . All moulded products such as 

gutters , roofing accessories and 
septic tanks, but excluding fit 
ting . 


5 . Sheets/boards of all descriptions. 


575 .00 
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